From: 

Sent: 

To: 

Subject: 

Attachments: 


Nassif, Julianne (DPH) 

Friday, February 13, 2009 10:54 AM 
Hanchett, James (DPH); Salem, Sharon (DPH) 
FW: U MA Amherst Space 02-13-09.xls 
U MA Amherst Space 02-13-09.xls 


Please take a quick look & let me know what you think. 
Julie 


From: Connolly, Grace (DPH) 

Sent: Friday, February 13, 2009 7:50 AM 

To: Nassif, Julianne (DPH); Conant, Mary (DPH); Lett, Susan (DPH) 

Subject: U MA Amherst Space 02-13-09.xls 

Hello, 

I tried to give a brief overview of the changes. I know it's brief so please feel free to add comments, etc. as I swamped 
and trying to get many things out the door today. Thanks. 

Grace 
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